COLLBRAN JOB CORPS CIVILIAN CONSERVATION CENTER

Functional Utilization

September 30, 1981

Function and building

Existing
buildings
(sq. ft.)

Under construction

or authorized
for construction

or removal
and also estimated
completion date
(sq. ft.)

Proposed

pending

clearance

also proposed

starting date

(sq. ft.)

Administration Area
Administration Building Complex      4,608

Dispensary (1,216)

Counseling (1,152)

Administration (2,240)
Dormitory Area
Dormitory No. 3 (tmeporary)

remodeled old Education

Building)                                                             4,784

Shower and Latrine Building

for Dormitory No. 3                                             900

Dormitory 2

(Dormitory "A")                                                 7,000

Laundry Room addition to

Dormitory 2
Laundry Room addition to

Dormitory 1
Dormitory 1

(Dormitory "B")                                                 7,000

Dormitory "D" (remodeled

Vocational Building)
Recreation Area

Gymnaisum                                                                 8,480

Recreation Annex (2 stories)        4,320
Gym Shower Addition (1st story)      1,760
Weight Room and Office (2nd story)    1,760
Gym Lean-To (Storage)
Counseling and Corpsmen Supervisor Area
Corpsmen Supervision (attched to

New Education Building)                                 1,020

Counseling (1,152) (See Adminis-
tration Building Complex above.)
Dining-Kitchen Area

Kitchen-Dining Hall (2nd story)      5,500
Basic Education Area
Education Building                                               6,600

-4,784   (May '82)

-900   (Dec. '82)

220   (Oct. '82)

220   (Jan. '83)

7,200   (March '82)

2,350 (June '82)

76orps
